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/\f IGHT after night, in winter or summer, in snow or 
\^ rain, airplanes roll out of brightly lighted hangars 
and take on passengers, mail, and freight. The propeller 
flashes in the beams of floodlights as the plane taxies within 
the skirting border of boundary lights for a starting place up- 
wind. With a roar it speeds ahead and up into the darkness. 

As commercial aviation prospers and expands, our country 
is being mapped and remapped every day, not only for 
trunk lines of aviation but also for feed lines from smaller 
places, and those cities equipped with well lighted airports 
will receive first consideration as a port of call for this new 
means of communication and trade. 

The Department of Commerce has developed a series of 
ratings of which the highest is A-l-A. The first A indicates 
that the general facilities and equipment are first class; the 
figure 1, that the landing area is sufficient for present day 
requirements; and the second A, that the lighting equip- 
ment is excellent. 

All the equipment required for this Government rating 
is manufactured by the Crouse-Hinds Company and is briefly 
described and illustrated on the following pages. 
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CONDULETS GROUNDULETS PLUGS AND RECEPTACLES FLOODLIGHTS 

TRAFFIC SIGNALS AIRPORT AND AIRWAY LIGHTING EQUIPMENT PANELS 
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Floodlights in groups are ideally suited to 
airport illumination. If one floodlight fails, 
there is no dark spot, since the beams are 
overlapped. Beams of vai \ ing \\ idths may 
be obtained by using different front lenses. 
The field is brightly and evenly illuminated 
and the top cutoff of the beam is sharp, keep- 
ing all light below the pilot's line of vision. 



Installation Drawing 



££^^SS^^^s5£ 













Sc 




(1 










• 




MflP ';--*. 





Tvpr ' 



All hangars, workshops, and admil 
tion buildings, I 

to landing fields, must be brightly illumi- 
lonallfoui < in the roof. The 

incoming pilot will then h.. 



■*, ^ 



Tv 



^^^^^S-*--^^. 








The highest test gas is used for 
airplanes and is a continuous 
source of danger in enclosed 
places. All interior lighting fix- 
tures must be vaporproof, and 
particularly, hand lamps must be 
of this type. 




[in \ s 



I YPE VC 
With RLM Reflector 



2^mm2;Z>sm^2 



u 





Alter a plane has landed and taxied toa place in front 
ol the hangar, light is necessary for refueling inspection, 
and the handling of mail and passengers. Thisillumi- 
r-.it ion is provided by floodlights placed on the hai 
roui. so that the apron or ground immediately in front 
is highly illuminated. 
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